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STATINTL 


28 July 1977 


MEMORANDUM FOR: 
ATTENTION : 
FROM : 

SUBJECT : 


Director of Data Processing 
Executive Officer 



Acting Chief, Management Staff 

Management Staff Weekly Report 
25-29 July 1977 


STATINTL 


OS/ODP Working Group 


This Working Group met and discussed the plan ned point 
reconfiguration and system software changes to VM. 


Computer System Plan 


STATINTL 


Management Staff received and commented upon the second 
draft of the Computer Svsrten^P^in for FY-78 - 80 prepared by 
Engineering Division. (ODP Internal) 


STATINTL 


Request to Use Contractor Personnel on RFP 

A memorandum is being drafted requesting OS approval to 
use Contra ctor Personne l in the Maintenance Branch/Engineering 

Division, STATINTL 
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